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He was born a King, and from that height, the less
fitted to look into inferiour things ; yet few escaped his
knowledge, being, as it were, a Magazine to retain them.
His Stature was of the Middle Size ; rather tall than low,

ro well set and somewhat plump, of a ruddy Complexion, his
hair of a light brown, in his full perfection, had at last
a Tincture of white. If he had any predominant Humor
to Ballance his Choler, it was Sanguine, which made his
Mirth Witty. His Beard was scattering on the Chin, and
very thin ; and though his Clothes were seldome fashioned
to the Vulgar garb, yet in the whole man he was not un-
comely. He was a King in understanding, and was content
to have his Subjects ignorant in many things ; As in curing
the Kings Evil, which he knew a Device, to ingrandize the

20 Venue of Kings, when Miracles were in fashion ; but he
let the World believe it, though he smiled at it, in his own
Reason, finding the strength of the Imagination a more
powerfull Agent in the Cure, than the Plaisters his Chirur-
gions prescribed for the Sore. It was a hard Question,
whether his Wisedome, and knowledge, exceeded his
Cboler, and Fear ; certainly the last couple drew him
with most violence, because they were not acquisititious,
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